tet WWO0O46(01/19 Guidance for Completing Form WWO46 (01/19 


(1) WWO46 B— eS — 25) WWO46 Part | and II 










































































O ERRE 1 > A ee BSE ae PAN | ARS CEWE > eee) A eee ee LS 
AR ERR CASTE ARERR > SESSA BER RRE- RES 
Further to Note 1 of the Form WWO46, for new building projects under Housing Department (HD) or Architectural Services 
Department (ArchSD), it is acceptable for the Contract Manager of the development under HD, or the Architect of the project 
under ArchSD, or officer with post equivalent to these two but not lower than D1 rank, to sign under the entries for Authorized 
Person. 
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Please indicate on Part | of the form the details of the approved WWO 1149 or attach a duly completed WWO 1149 with the 
form. 
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For application type other than “new building”, entries under Authorized Person are not required to be filled. 
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For firm/company applicant, please stamp the company chop in Part II. 
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LP shall refer to the requirements under Section 4.3 of the ‘Guide to Application for Water Supply’ when submitting WWO 46 
Part IV. 
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When LP states clearly in the Part IV that the completed approved plumbing works are confined to conceal pipes or 
underground pipes, signature of the applicants and the Authorized Person are not required. For the avoidance of doubt, 
signatures of the applicants/Authorized Person are still required when it is for inspection and approval of whole of the approved 
plumbing works. 












































































































































fe RRA EMASE > AURDAL EENE o 
For firm/company applicant, please stamp the company chop in Part IV. 


